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Picture No. 

Item 

Owner 

Model No. 

Ser. No. 

Size 

Color 


Record storage boxes, 11 

DPH 





10 

Light box, Logan Truview 

DPH 



16"x24" 


11 

Slide viewer 

DPH 



19"x29"x23"D 



Table, chrome legs 

DPH 



30"x60" 

Wood lam 

1 

Biosafety cabinet, Baker Sterilchemgard III, Advance 

DPH 

SG403TX 

81452 

53" 

White 

2 

Plastic rolling cabinet, Metro Starsys 

DPH 



42"x22" 

White 

3 

Biosafety cabinet, Baker Sterilchemgard III, Advance 

DPH 

SG603TX 

76733 

77" 

White 

4 

1-liter Nalgene bottles, 100 boxes, 3 per box 

DPH 

150-01WM/N/3PK 




9 

Gamma counter, GammaTrac 

NBS 

1290 

API 20517G133112 

43"x28" 


12 

Compressor for Peak nitrogen generator 

NBS 






Rocker platform, Bellco Glass 

NBS 

7740-20020 

LBR 2888 




Enhanced laser densitometer, LKB 

NBS 

Ultrascan XL 

90024940/01882 



10 

Gas generator, Packard 

UMMS QC 

ZA2500 

410038 



10 

Gas generator, Packard 

UMMS QC 

ZA2500 

410453 



10 

Water bath, VWR Scientific, 2503 

UMMS QC 

1235 

1202400 



13 

File cabinet, 4 drawer, lateral 

UMMS QC 



42"x18"x53"H 

Beige 

13 

File cabinet, 4 drawer, lateral 

UMMS QC 



42"x18"x51"H 

Beige 

CLAIMED | 

Bookcase, 4 shed 

UMMS QC 



35 > IA'jcSS”"- 

Be gc 

13 

File cabinet, 4 drawer, vertical 

UMMS QC 



” 15"x27". 

Beige 


Approx. Age 


Folk OIG PRR 001020 
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Condition 


Orig. Value Comments 

B. Werner 
CD Bureau 

CD Bureau 

Env. Lab, new, includes fluorescent light & damper 
Env. Lab 
Scott Hennigan 

with cart 
in crate 


Folk OIG PRR 001021 



